TABLE 1    Sources/Activities Subject to the Ground Water Quality Regulations Being Developed
	Activity/source	Statutory authority	Regulatory program	Approach to protection	Notes	Priority
1.1	Industrial waste-water impoundments	Water Quality Act (25-8-101 et seq.) and/or	Ground Water Quality Control Regulation (to be developed)	Design criteria, Performance standards	Presently no coverage of these sources,	High
		Solid Waste Act (30-20-101 et seq.)	Solid Waste Regulations (6 CGR 1007-2) (being amended)	Design criteria, performance standards	Applies to treatment and disposal, not processing facilities or raw products.	
1.2	Industrial impoundments (processing	Water Quality Act	Ground Water Quality Control Regulations	Design criteria, performance standards	Presently no coverage.	High
2.0
and raw products)
Nonhazardous leaks and seepage from storage tanks, processing facilities pipelines, etc.
Water Quality Act (25-8-101 et seq.)
and/or
Ground Water Quality Control Regulations (to be developed)
Design criteria, performance standards
State Inspector of Oils, Department of Labor and WQCD have promulgated duplicate regulations for installation and monitoring of underground storage tanks for liquid petroleum products only. However, the regula-
High